Approved Fo^lease 2Q0 2l j ^l : GIA-RDP89 BO 05 ^0002000500 51 -2 

ip r" "■ &Wu -w : r*~ ’’ i h 


IH5Z 09 DEC 62 


STOP 


'« = W,J 

SECRET 


« 

J LL‘ .. 

■ • |» — - 


to -DIRECTOR 

|] !'m : '-U/' / 

s i | [ 


25X1 A 


MXiim OPS 

< 1-2-3M-3) 

| EMERGENCY 

p_ t .._ 

p&'o j S/ C 

(6) 


TOR 

1155Z 09 DEC 62 

: IN 58632 

25X1 A 




OPIM WECEN 



25X1 A 


25X1 A 
25X1 A 


REF WECEN 1263 


DOES NOT HAVE A POINT II, AND A/R FCST 


WIND IN PARA H DOES NOT AGREE WITH 40M WIND IN PAR F POINTS CC 


25X1 A 


TO EE. | FOR MSN 3203 GIVES A/R BETWEEN POINTS DD AND EE. 

B. DOES WECEN HAVE THE CORRECT FLT PLAN? PIS ADVISE. 
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